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Field House of beautiful Kenan Stadium at 
the University of North Carolina, Chapel Hill. 
Generally regarded as the most beautiful 
stadium in the country, it nestles in a natural 
bowl surrounded by Carolina pines. The Field 
House is headquarters for home cmd visiting 
athletic teams and officials. 
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